USDA 



United States Department of Agriculture 
Animal arid Plain Heallh Inspection Service 

Inspection Report 


Mu 

2553} ircspjd 


EMORY UNIVERSITY 


WOODRUFF HUH SCONCES CTR, U40 CLIFTON RD NE 
ATLANTA, GA 


Customer ID 696 
Certificate' 57-R-O0O3 


Site- 001 


b)(2)High, (b)(7; 


Type ROLfTINE INSPECTION 
Dale: jun-oa-aotia 


3.131 rc) 

SANITATION. 


ft) Housekeeping. Premises (buiidmgs and grounds] Shalt be kepi clean end m good repair in order to protect ti e 
ar-imais from injury and to facilitate the prescribed husbandry practices set forth in th^s sabpart. 


|js&d for animal holding-'rsceiving contains a doth -seal chair that cannot be adequately cleaned 

and sanilized. Furniture in animgi rcomg must be readily san'rtizgble to facilitate proper husbandry practices . Correct 
by: 06 Jun OB. 


1 “Inspection conducted 29-30 May 2003 ard 02 June 2008 includes a I site 001 l^nililies nnn complete ravew of 
IACUG records lor all sites under this registrant"’ 


Re vowed: 

1. ) tACUC Minutes 1.07 May Q3 ; 1 G Apf OB. 05 Mar 00, 20 Fab 03. t G Jna 00. 19 NOv 07, 17 Del 07, 19 Sep 07. 1 5 
Aug 07, 18 Jul 07, 20 Jun 07, 16 May 07) 

2. ) tACUC Program Reviews and Facility Semi-Annual Inspections (Aug £007 thrpgngh Jan 2000) 

3. ) Reports to Institutional Gfrda! (00 May 0B, £0 Nov 07. 27 Sep 07) 

4. ) Protoco Posl-apprcval Monitoring Records i2OO-7-£(JO0j 

5. ) Training records applicable to protocol 32 20G0 

6. ) Standard Operating Prooedura For Significant Deficiencies 

7. ) Curran) tACUC Rosier, tACUC Attendance Records 

8. ) Protocols {009- 2007, 165-2067, O05-2KIB, Q09-20GB, DiS’BOOll. 061 -2007. O&tt- 2008. 063-2007, 1 66-2007, 21 6- 
2005) 

This is an amended report correcting inspection report ( cust id 696, inspection id 200& 10, sile d 42877) by adding 
Ihe certificate nurnbaF to IhE inspection report. 


Prepared By: 

GREGORYS GAJ.DVM USDA, APHIS, Animal Care Date: 

Title: SUPERVISORY ANIMAL CARE Inspector 4007 Sep-04-SOOe 

Received By: 


(b)(6), (b)(7)(c) 


Title: 


PaBb i iff 5 


Date: 

Sep-04-2006 







USDA 



United States Department of Agriculture 
Animal and Plant Heatlh liispaction Service 

Inspection Report 


■ 1 ■ I JL ■ 

25625 inspjd 


3,131 (O 

SANITATION. 


(c) Housekeeping. Premises (buildings and grounds) Shall be kepi clean arid m good repair in order La prated lhe 
animals from injury and to facilitate the prescribed husbandry practices set forth in tfus suboart. 


| used for animal holding-receiving contains a cloth seal chair lhat cannot bo adequately cleaned 
and sanitized. Furniture in animat rooms must be raadity saririzable to facilitate proper husbandry practices. Correct 
by. 06 Juh OB. 


'“In sped an conducted 29-30 May 200S ard 02 June 2(10ft includes a' I site (XII l^cililies ann complele review oF 
IACUC records for atl sites tinder this registrant”’ 


Reviewed: 

1. ) IACUC Minutes (07 May OS. 1 G Apr OB, 05 Mar OB, 20 Feb OS. 1 6 Jna OB. 19 Nov 07. 17 Od 07, 19 Sep 07. 1 5 
Aug 07. IS Jul 07. 20 Jun 07, 1 & May 07) 

2. ) IAGUC Program Reviews and Facility Sern -Annual Inspections < Aug 2007 Ihrpough Jan 2HOS} 

3. ) Reports to institutional Official (09 May 0B. 20 Nov 07. 27 Sap 0-7) 

4 ) ProlQC# Post-apprpval Monitoring Hecords 12067-2006} 

5.) Training records applicable lo protocol S2-20C6 
6 ) Standarc Operating Procedure for Significant Deficiencies 
7.) Currenl IACUC Rosier, IACUC Attendance Records 

3.) Protects | OOO- 2007. 166-2007. 005-2IXIB. 009-2006. 015-2006. 06 1 ■ 2007 . O&B-20OG. 069-2007, 165-2007, 215- 
2005) 

This is an amended report correcting inspection report ( CUSl id 096, in&pecbon id 2006 1 0, she -d 42677) by adding 
lhe certificate number lo Hie inspection report. 


Prepared By; 

QHEGORVSGAJ.D VM JS DA, APHIS, Animal Care Date: 

Title: SUPERVISORY ANIMAL CARE Inspector 4007 Sep-04 2006 

Received By; ^8ttNM||M|||||||M|||||H||fl||M|||Hn|WMH||MMHHHHHHHHHHHH^ 


(b)(6), (b)(7)(c) 


Title; 




Date: 

SepH)4-2006 




USDA 



United States Department of Agriculture UMta^uaut 

Animal and Plaril HeaNh Inspection Service >r«p id 

inspection Report 


EMORY UNIVERSITY 


WOODRUFF HiTH SCIENCES CTR, 1440 CLIFTON RD NE 
ATLANTA, GA 30G?2 


Customer ID - ■656 


Certificate - 57-R-C0Q3 
She- 003 


;b)(2)High, (b)(7; 


Type: ROUTINE INSPECTION 
Dale- Feb- 15-3008 


2,32 (t>> 

PERSONNEL QUALIFICATIONS 

(a) II shall be the responsibility oF Ihe research facility lo ensure that all scienlisls, research lechnjcians, animal 
IsChniiJiartE, and oilier personnel Involved In animal care, trealmenl, and use are qualited Id perform their duties. This 
responsibility shall be te iFilled in pan through ihe provision of training and Instructed to Those personnel. 


;b)(2)High, (b)(7)f 


luring room cleaning. These bones are 


"'IS animals arc temporarily housed m tranport boxes in Ihd 
designed For employee safety dunng short-term (noom-lo-ropm) transfer as they have ventilatory openings on only the 
Irani and 1 side oF lha box. The 15 boxes au positioned ?n a manner that otelrucls the vartlilalory openings. Boxes 
nearest 1o the wall are in coniact with a wall bumper that obslructs the upper halF gl the venlilalory openings on the 
&Kle. On some boxes, Ihe projection rims on the box IrOnt/raar overlap, allowing lha Front ventilatory Openings Id be 
ob&Fuded by adjacent boxes. Training and Instruction appropriate personnel in transport bo* handling must be 
provided to ensure that venNIalion to no| compromised. CgrrEd by: 28 FeP 06. 


3,75 la) 

ROUSING FACILITIES, GENERAL, 


fahSlructure: construction. Housing facilities For nonhumar. primates musl be designed and constructed so lhal they 
are structurally sound Tor Ihe spades at non human primates Fiausad n them. TF:ay must be kepi id goad repair... 


""Thera is an area in ID2 where Ihe ceiling is bowirg downward. This is a linear area approximately 5 teat in length 
near encosures lor RVs3 and RKq4, Facilities musl bo malnlalnad m gooa repair for human and animal safety. This 
area must be assessed tor structural integrity Correa by: 15 Mar 08. 


3,75 [O 

ROUSING FACILITIES, GENERAL, 

(c) Surfaces 

(1) General requirements. Ttie surlaces ol Mousing Facilities - Including pamhes. shelves, swings, boxes, houses, 


Prepared By; 

AMY B BARTHOLOMEW. D V M USDA, APHIS. Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector 1051 Feb-12-2008 

Received By: |fMHriMNHHHMtfHHMMKj|||||||MM|^W|||j||jM||||||||||||||||||||||||||(fl| 


Title; 


(b)(6), (b)(7)(c) 


Date; 

Feb- 15-2008 







USDA 



United Slates Department of Agricutture *uHiwnnui 

Animal and Plaril Heallh Inspection Service ZK7H insp in 

Inspection Report 


den3, and other Furnhpre-type 1i mures or objects withm the tacil ; ty - must be constructed in a manner and made oF 
materials lhal allow I hem lu be readily cleaned and samlized. or removed nr lepla ced wFien worn or soiled. 


JlherE a an area ol peeling pamt approx. 12 inches in diameter on lhe wall behird enrlosu'e containing 

RFdC. Tnls Inhibits proper cleaning and sanitization ol the surface. S-urlaces ol housing facilities must be mamlainoc 
so that ibey can be reedily denned end sanitised- Correct by: 15 Mpr 08. 


"'An ma! lest boxes ir<^ _j|m . u ro Iru disrepair Several box doors are crackcd-chipped on Iho irloror aspect, 
exposing underlying paddle board. This surface cannoi bn properly cleaned and sanitised. Surfaces of noosing 
labilities must be maintained so shat they can be readi y cleaned and sanitized. Correct by: 15 Mar do. 


[b)(2)High, (b)(7)! 


‘There is damage to dry wall Dn rear wall o|| | This surface cannoi be properly Cleaned and sanitized. 

Surfaces ol housing radiates must be maintained so lhal they can be readi ly cleaned and sanitized Correct by 1 5 
Mar 08 . 


3,75 le) 

HOUSING FACILITIES, GENERAL, 


le) Storage. Supplies of load and bedding must be stoneo m a manner that protects the supplies From spoilage 
coril£minal«dn, and vermin initiation. Tha supplies rnuSt bo slored oil the IJflor and away Irani Site walls, lu h law 
dean ng underneath and around the supplies, Food requinng relrgenation must be stored accordingly, and all food 
must be stared n a manner that prevents cqnFammaNan and delerioralian oF its nulrilrve value. 


‘“The dry Feed storage ares adjacent to the Great Ape Wing has sustained ceiling damage. There is a linear brown 
discoloration of the coiling. Approx. 1 loot ol this area (near lhe walli has large pieces ol damaged celling hanging 
down. There is brown discoloration on ihe wall, indicative oF a moisture problem in ihig area. This area musl be 
assessed lor sUlcI aral inlay rity and repaired. Correct by: 29 Feb 08. 


■“COMPLETE SITE INSPECTION CONDUCTED 11-12 FEBRUARY 2606“* 


Prepared By: 

AMY B BARTHOLOMEW. D V M USDA, APHIS. Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector 1051 Feb- 12-2008 

Received By: 


Title: 


(b)(6), (b)(7)(c) 


Date; 

Feb- 15-2008 







USDA 


United Slates Department of Agriculture 
Animal and Planl Heallti Inspection Sbi-vilh 


UAflTT-rtt^iT 
i nspjG 



Inspection Report 


GEORGIA INSTITUTE OF TECHNOLOGY 


Customer IQ- 691 
Certificate: 57-R-C010 


Qila- rir, i 



505 TENTH STREET NW 


ATLANTA, GA 30916 


Type: ROUTINE INSPECTION 
Pate' Jar -14-2008 


Mo non-compliant items identified on inspection today 


Reviewed : 

1. ) Current iAGUC roster 

2. ) IACUC facilily.'program semi-annual ngpeclions'reviews (14 Nov 07. 17 Oct 07. 1 2 Jyn 07, 26 Apr 07) 

3. ) I AC LiC reports le testltullonal OflWal (29 Nov 07. 13 Jun 07) 

4. ) IACUC meeting minutes (14 Nov 07, 1 5 Aug 07, i£ Jun 07, 1 7 Apr 07) 

5. ) P mlDoal ACOC 42 & associated amendment 


Prepared By: 


AMY B BARTHOLOMEW. P V M US PA . APH IS. Animal Care 
Title: VETERINARYMECICAL OFFICER Inspector 1051 


Date: 

Jan-14-2008 


Heceived By: 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Jar-14-2008 






USDA 



United States Department of Agriculture f W(4i KWM 

Animal and Plan I HeaNh Inspection SanncH 36 ir^p id 

inspection Report 


GEORGIA SOUTHERN UNIVERSITY 


BOX 8005 

STATESBORO. GA 304S0 


Customer ID - 37673 


Certificate - 57-R-0121 
She - 001 


(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale - Jul-17-?OO0 


NO NON-COMPUANT ITEMS IDENTIFIED THIS INSPECTION 


Prepared By: 

LISA K MACELDERRY, D V M US DA, APHIS. Animal Care 

Title: VETERINARY MEDICAL OFFICER Inspector 1055 

Received By: 


Date; 

JUI-17-S006 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Jul-1 7-2008 






USDA 



United States Department of Agriculture iuaiKM( 

Animal and Plaril HeaMh Inspection SarVibB >nep id 

inspection Report 


GEORGIA SOUTHERN UNIVERSITY 


BOX 80*05 

STATESBORO. GA 304S0 


Cusiomer ID - 37673 
Certificate: 57-R-O 1 2 i 
She' 001 


(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale' Jar- 17-2008 


NO NON-COMPUANT ITEMS IDENTIFIED THIS INSPECTION 


Prepared By: 

LISA K MACELDERRY, D V M USDA, APHIS. Animal Care 
Title: VETERINARY MEDICAL OFFICER Inspector 1055 

Received By: 


Date: 

Jar- 17-2008 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Jar- 17-2008 






USDA 


United Slates Department of Agriculture 
Animal and Planl Heatlh InspHctiori Sarvim 


i:ui 

aDflElS inspjd 



Inspection Report 


GEORGIA STATE UNIVERSITY 


Cusiomer ID - 907 
Certificate: 57-R-C012 
Site: 002 



30 COURTLAND5THEET 


ATLANTA, GA 30903 


Type: ROUTINE INSPECTION 
Pate' Jun-tH-2008 


3,75 

ROUSING FACILITIES, GENERAL, 

ia) Stnucture - construction, Housing facilities for npnh uman pn mates musl be designed and constructed so lhal they 
are structurally sound Tor tfva spades al naritiuman primates housed iri them. They must be kepi In goad repair, ard 
ihey must protect the animals from injury, conlaHn the animals securely, ana restncl other animals from entering 

"’indoor Jacilily For capuchins has fiberglass Insulation with a plaslc backing along the interior coiling The 
fiberglass materia' is exposed in areas, such as around jbe skylighis, where the backing has a cut-edge. This can 
allow pieces of Fiberglass lo tell into cages and the rood preparation area. This area must be modified to prevent 
oon-tammaton of the animal areas with Fiberglass Correct by Qi Aug 08 

"*0oor frames in capuchin building are in disrepair, Portions oF the door frame near the floor are deteriorating Tnis 
creates a hiding nrea lor p“s:s Aodiliopally, this area canned be properly cleared and sanitized. This area must be 
repaired or replaced to facilitate propoi husbandry practices. Correct by . 01 Aug GS. 

"'The celling in Lhe interior aspect ol the chimp indoor quarters has loose exposed i-uci glass that can lall into animal 
enclosures This material po3es a health threat if ingested by animate. Additionally ibis surface cannot be properly 
cleaned and sanitized. Correct by: 01 Aug OS. 


Prepared By: 


AMY B BARTHOLOMEW. D V M US DA , APH IS. Animal Care 
Title: VETERINARY MEDICAL OFFICER Inspector 1051 


Date; 

Jun-04-2008 


Heceived By: 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Jur--04-200S 






USDA 


United States Department ef Agriculture 
Anil rial and Plant HtkiTi Inapegtion ServiLEf 



2D0E11 mspjd 


Inspection Report 


GEORGIA STATE UNIVERSITY 


Customer ID- 907 
Certificate: 57-R-C012 
Site’ 003 



30 oourttlano street 


ATLANTA, GA 30903 


Type: ROUTINE INSPECTION 
Date' Jun-03-2008 


2,31 


(c) W 


INSTITUTIONAL ANtMAL CARE AND USE COMMITTEE (IACUC). 

ic) IACUC Functions With respect to activities involving animals, the IACUC, as an agent of ihe research facility, 
Shall: 

f3> Prepare reports of its evaluations conducted as required by paragraphs (c)<i j and (2) of this sect-on, and submn 
Ihe reports (□ I he lng|i|ulkinal Official of I tie -esea'ch fac lity ...The reports shall be updated al least mre evafy sin 
months upon completion or lha required scimar nua evaluations and shatl do ma- ntamod by ihe research facility and 
made avgleble to APHIS and to officials of funding Federal agencies lor inspection and copying upon request. The 
reports must contain a description of ihe nalure and extent of the rematch facility's adherence to this subehapter. 
musl identiFy speciFicatiy any departures From the provisions of lille 9, chapter I, subchapter A-Animgl Welfare, and 
must state the reasons for each departure. The reports musl dislinguish sign I canl deficiencies Iram minor 
deficiencies. A significant deficiency is one which, with reference lo Subchapter A and, in ihe judgment of the IAGUC 
and the Institutional QFficigl, is or may be a I Ureal In Ihe health or safely of the enimals. II program or facility 
deficiencies are noted, lho reports must conlaln a reasonab-e and specific plan and schedule with dates for correcting 
each deficiency. Any failure to adhere to the plan and schedule that results in a ^gnificent deficiency remain ng 
uretir reeled shall be reported m writing withm 15 business days by Ww tACuC. through the insiilubonaf Official, to 
APHIS and ary Federal agency tending that activity; 

■"Complete facinty semiannual inspection conducted March 2007 Format change implemented for July-Dee 
inspection cycle provides tpr targeted area inspections on g monthly basis. This may be go appropriate method oF 
IACUC facility Inspections, however, the currant format does rxil provide speofic dates of inspection of each targeted 
area. Facilities musl be inspected no less than once every & months It is not documented that inspectors oF each 
specific area oeeurad at least once every 6 months due to lack of specific dates ol inspection. A plan lor inspection 
lhal ensures ihal each area of the facinty is inspected at least once every € monfhs musl be implemented Gorrecl 


by: 01 Jul OS. 


‘"Facilny semi-arnugUngpection identifies deficiencies end CRtegorizes them eg: ‘needs mprovemenl", "minor', or 
"significant". It is unclear what differentiates a 'needs improvement" from a "minor deficiency". Several 'needs 
improvement" items, such as loose ceiling tiles are minor deficiencies and should be classified as such. All 
del dencies, are required 10 have a plan Qf action and a spec: l>o dale af curredion. Del •dent items must be properly 


Prepared By: 


AMY B BARTHOLOMEW. D V M USDA, APH IS. Animal Care 
Title: VETERINARY MEDICAL OFFICER Inspector 1051 


Dote; 

Jun-QChEQOS 


Received By: 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Jur--04-200S 





USDA 



United States Department of Agriculture 
Animal and Plan I Health I impaction Service 

Inspection Report 


identified as such. Comectby ; 01 Jul 09 


AUAnHiiuw 

JQUK1 1 inspjd 


Prepared By; 

AMY B BARTHOLOMEW. D V M US DA, APHIS. Animal Care 
Title: VETERINARY MEDICAL OFFICER Inspector 1051 

Received By: 


Dete: 

Jun-03-2008 


Title; 


<b){6), (b)(7)(c) 


Dete: 

Jur-04-S008 




USDA 


United Slates Department of Agriculture 
Animal and Planl Heatlti InspacEion Sarvim 


Ai-hHlmi i:ui 

U!3!l7-!i4 i rcspjG 



Inspection Report 


LEE LABORATORIES 


Customer ID- OBQ 
CertiFicale: 57-R-C023 
She- 001 


1475 ATHENS HIGHWAY 



GRAYSON, GA 302J1 


Type: ROUTINE INSPECTION 
Dale' Mar- 10-2000 


No con-compliant items fdenttfied Qn inspection today 


Reviewed: 

1. ) IACUC Minutes (10 Jan 06, 1 1 Oct 07, 1 9 Jul 07, 05 Apr 07) 

2. ) IACUC Facility/Pnogram Semi-Annual Inspectiong/Heviews (10 Jen OR, 19 Jul 07) 
9.) Program u i Veterinary Care 


Prepared By: 


AMY B BARTHOLOMEW. D V M US DA , APH IS. Animal Care 
Title: VETERINARY MECHCAL OFFICER Inspector 1051 


Datei 

Mgr- 10-2008 


Received By: 


Title: 


(b)(6), (b)(7)(c) 


Date; 

Mar- 10-2008 






USDA 


United States Department ef Agriculture 
Anil rial and Plant HeaNM Inapegtion ServiLEf 



li&075^ ira^Jd 


Inspection Report 


MEDICAL COLLEGE OF GEORGIA 


Customer ID - ■895 
Certificate: 57-R-C0Q2 
She- 001 



1453 LANEY WALKER BLVD CB 1 901 


AUGUSTA, GA 309 1 2 


Type: ROUTINE INSPECTION 
Pair Feb-SC-2008 


3.2 


INDOOR HOUSING FACILITIES- 

idj Intenor surfaces The Floors and walls oF indoor Ixiusing Facilities, and any other surfaces in contact wilb tea 
animala. musl by impervious In moisture. TFsb ceilings ol indoor housing lacil I tii inusl be impervious lo mmsldra ar 
be replaceable (e.g a suspended ceil mg with replaceable panels), 



adjawni to the lighi bank in the central area oF ihe ceiling where the surface coaling has worn awav This damaged 
area is nol Impervious to moislure. Ceilings ol indoor housing labilities must bo -mperv-ous lo moieturo lo facilitate 
proper cleaning and saniti?a1norn procedures, Correct by 01 Mar 06 


Reviewed: 

1. ) Current IACUC roster 

2. ) IACUC mhulse (17 Jan 06. 1 5 Doc 07, 17 Nov 07. 20 Oct D7, 22 Sep 07. 16 Aug 07, 21 Jun 07. 24 May 07. 19 
Apr 97 , 22 Ma/ 07) 

3. ) IACUC reports lo Institutional OHicial {20 Dec 07,'D4 Jan 06. 26 Jul 07 .'00 Ajg 07) 

4i. IACUC faciNy semi-annual nspedions and program reviews (Nov/Dec 07. Jurv’Jul 07) 

5.) Prglowils {Q6-&6-7&0. 96-05-766. 08-01-51 5) 


Prepared By: 


AMY B BARTHOLOMEW. D V M USDA, APH IS. Animal Care 
Title: VETERINARY MEDICAL OFFICER Inspector 1051 


Datei 

Feb-20-£008 


Heceived By: 


Title: 


(b)(6), (b)(7)(c) 


Date; 

Feb-30-2006 






USDA 



United States Department of Agriculture UMta^uaut 

Animal and Plaril HeaNh Inspection Service iMW >r«p id 

inspection Report 


MEDICAL COLLEGE OF GEORGIA 


1453 LANEY WALKER BLVD CB 1901 

AUGUSTA GA 3091 9 


Customer ID - £95 


Certificate - 57-R-C0Q2 
She- 002 


b)(2)High, (b)(7; 


Type: ROUTINE INSPECTION 
Dale- Feb-20-2008 


3,75 M 

ROUSING FACILITIES, GENERAL, 

(ef Storage. Supplies of load and bedding must be stoned m a manner that protects the supplies from spoilage, 
cur Ian i- Hal an. and vermin initiation. The supplies must be stored oil the Ikior and away Irum She walls, lo a'lnw 
dean ng underneath and around the supplies. Substances that are toxic to the non human primates but that are 
required ror normal husbandry pra-cMcee must nol be stared in Toad storage and preparation- areas, but may be stored 
in cabmc-ls In tfio animal areas. 


■"Ari-nnal loud rewards fr 


|b)(2)High, (b)(7)1 


| sftara shill spate with bleach and other eiaanina criomicals. Chemicals are 
also on ihe sheh/es above the food items. Food musl hv stored in a manner that minimises risk of coniaminalion 
Carred by. 29 Fed OS. 


3-34 (O 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PE5T CONTROL. 


ic) Housekeeping tor premises. Premises where housing facilities arelocaled, including buildings and surrounding 
grounds, must Ue *epl clean audiri good repair m Order lu pruledlhe nanhuinari primates from injury, lo lacililete Llie 
husbandry practices required in this suhpart, and lo reduce or el minaie breeding and living areas for rodents, peals, 
qrd vermin. 


'Several door frames Ot animpF rooms el 


b)(2)High, (b)(7)! 


lare 


rusting at lbs busts. Tha surfaces am pilleu aria mumpie holes ere visible m me meiai i ramus;, a powdery -y-uy 
substance can be tapped loose from some ol the damaged areas This inhmiis proper cleaning and sanitization of 
the surface. Additionally, the damaged door Frames provide living -space Fer vermin. The dour frames musl be 
replaced or repaired to provide a surface lhal Facilitates pesl control and is impervious lo moisture for proper clearing 
ard sanitization. A filar, lor norreating Ihe problem must he developed by: 39 Mar OR. 


'“There is ceiling damage in the vicinity of SheiiSll^^^Bsagewashe'r. A linear ares measuring appro*. 2 inches 
by 5 inches is noted near the ceiling veriL Additionally, more am 2 hates In Ihe ceiling near the end door In ihe 
hallway adjacent to ihe cagewash area. Tnese areas are diiiicuit lo properly clean and sanitize: and, holes provide 


Prepared By; 

AMY B BARTHOLOMEW. D V M USDA. APHIS. Animal Care 
Title r VETERINARY MEDICAL OFFICER Inspector 1051 

Received By: 


Datei 

Feb-20-2008 


Title; 


(b)(6), (b)(7)(c) 


Date; 

Feb-20-£00e 









United States Department of Agriculture i ir n n- i n n 

Animal and Plaril HeaSIfi I impaction Service ao(i7$0 irrp id 

Inspection Report 


living space for vermin Conrecl by; 15 Mar 08. 

3.e4 m 

CLEANING-, SANITIZATION. HOUSEKEEPING, AND PEST CONTROL. 

fO} Pest conlrol. An elective program For control of insects, exiemal parishes seeding nonhuman primates, and 
birds and mammals Kiel are peals. mutl ba etlaNisFisd and iiirun lamed sun'ilL' promote I lie MeallFi ard well-being ul 
ihe animats and reduce contamination by pests in animal areas 

*“Holes In door Frames and ceilings provide hiding areas for pesls. Roaches w era rated In dry Feed! storage area 
and gutters behind animal enclosures. Eflective pesl control programs include elim nation ol vermin hiding areas end 
adjustment ol pcsl control tr&atmenl Frequencies. as needed This area must be reassessed by quui huts pest control 
personnel and plan must to address pesl issues must be developed accordingly Correct by: 0i Mar 03. 


USDA 


Reviewed: 

1. ) Current IACUC roster 

2. ) IAGLFC minutes fl7 Jan 06, 1 5 Dec 07, 17 Nov 07. 20 Oct 07. 22 Seu 0 | 7. 16 Aug 07, 21 Jun 07. 24 May 07. T9 
Apr ff? t 22 Mar 07> 

3. ) I AG LTC reports 10 Institutional OFIbcial {20 Dec 07/04 Jan OS. 26 Jul Q7.-0S Aug 07> 

4). IAGl>C facll ty semi-annual nspeclions and program reviews iNov/Oec 07. JuiVJul 0?i 
5.) No n-nn ma n primate environmental enrichment log 


Prepared By; 

AMY B BARTHOLOMEW. P V M US DA. APHIS. Animal Care Dote: 

Title: VFTERINARYMEOICAL OFFICER Inspector 1051 Feb-Sfl-2008 

Received By: 


Title; 


(b){ 6 ), (b)( 7 )(c) 


Date: 

Feb-2fl-2008 




USDA 


United States Department ef Agriculture 
Anil rial and Plant HeaNM Inapegtion ServiLEf 



irespjd 


Inspection Report 


MEMORIAL HEALTH UNIVERSITY MC 


Customer ID- 971 
Certificate: 57-R-cno 
Site - 001 



P 0. BOX 23069 


SAVANNAH, GA 31403 


Type: ROUTINE INSPECTION 
Pair Jurr- 12-2008 


2,31 


INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC)- 

Section 2.31(a) states "The Chief Executive Officer oi fhe research facility shall anpont Bn Institutional Animal 
Du-h ana Lisa Comm Met; IACUC! quahlmd Ihrough the experience and expertise ot Is rrreriiberE la assess Ihe 
research facility's animal program, facilities, and procedures, Except as specifically authorized by law or these 
regulations, nothing in (his part stmJI be deemed lo permit (he Comm Ilea or I AC Li C la prescribe methods nr set 
standards tor Ihe design, performance, or conduct of actual research ot experimentation by a research facility." 

After ihe 5-3-07 l AC U 0 meeting, ihe IACUC Chair retired, and the Allending Veterinarian and the uhalllhaled 
member resigned from the committee. This research lacilily has not had a du?y constituted IACUC since lhal 
meeting. Ths Cfiiel Executive Officer needs la eppainl members la the aammiltee, lolloping the membership 
guidelines i n CFfl 2,3 1 (b) 

To be corrected by 7- 1 4 Od . 


2,31 fc) REPEAT 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC)- 

Secton 2 3i(c> slates "IACUC Functions. With respect to activities involving animals Ihe IACUC. as an agenl pi 
Ihe research Futility, shall: 

fl 't Review, Hi least c-nre every six m withe, the research iaailily's program in - humane cere and use ol animats, using 
Idle 9, chapter l, subchapter A Animat Wetlare. as a basis for evaluation. 

(2) Inspect, at least once a very six rnonlhs. all of the research laclUy's animal tadirts, including animal study areas,, 
using title 9. chapter l, subchapter A- Animal Welfare, as a basis for evaluation: 

(3) Prepare reports ol its evaluations conducted as required by paragraphs {c)(t) and (2) of this section, and submil 


Prepared By: 


LISA K MACELDERR Y, D V M US DA , APH IS. Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspector 1055 


Date; 

Jun-12-2038 


Received By: 


Title; 


(b)(6), (b)(7)(c) 


Date: 

Jun-12-2000 






United States Department of Agriculture Lr f ^ LWfrT 

Animal and Plaril Heallh InspaCliDn Service )rV p ld 

Inspection Report 


Ihe repods to the Institutional Official ol the research Facility: Provided, however. That Ihe IACUC may determine the 
bes-l mem is ol conducting evaluabaris el I he research faclity's programs and lacililiea. end Provided, I udder. Thai no 
Committee member wishing to participate in any evaluation conducted under this subpah may be excluded The 
IACUC may use eubcommiUeea composed ol al leasl two Committee me Tibera and may invite ad hoc consultants lo 
assist In conducing the evaluations, However, the IACUC remains responsible lor the evaluations and reports as 
required by Ihe Act and regulations- 

The reports shall be reviewed and signed by a majority ol the IACUC members and must indude any minority views. 
The reports sha.ll be updatad at least ones every six months upon compfction ol the required semiannual evaluations 
and shalt be maintained by she research facility and made available to APHIS and to officials of fundirg Federal 
agencies- lor insuecl on and copying upon request. 

The reports musl contain a description oF ihe nature and extent ol the research facility's adherence tn this subchapler. 
musl idanLily specif cany any departures from the provisions ol utlo a, chapter I, subchapter A- -Animal Wuilare, and 
musl stale ihe reasons for each departure. The reports musl distinguish sigmh;ant deficiencies irom minor 
deUciencies. A significant deficiency is one which, wish reference 1o SubchHpter A . and, in Ihe |udgrn£n1 ol the I AC LID 
and the Institutional OFfraal, is or may be a threat to Ihe health o* safely of the animals II program or facility 
deficiencies are noted, ihe repods must coniairs a reasonable and speciFic plan and schedule with dates lor correcting 
each deficiency. Any failure to adhere to the p-en and schedule that results in a significant deliciency remain ng 
uroorrecled shall be reported in writing within 15 business days by ihe tACUC. ihrough ihe Instilurtionat OfFicial. lo 
APHIS and any Federal agency tending that activity.' 


USDA 


Because no animal use was planned or conducted smoo the fast IACUC mooting on 5r3-DS$. no IACUC was re- 
constituted end no IACUC meetings were held in the Iasi year Even M there $ no animal use, Ihe IACUC must Still 
meet at laast once every six months for a program review and facility inspection, as long as ihe research lacllity 
maintains their USOA registration 

To be corrected by 7-14-08 


Prepared By; 

LISA K MACELDERRY, D V M USDA. APHIS. Animal Care 
Title: VFTERINARYM EPICAL OFFICER Inspect 1055 

Received By: jjSB^^BSB^BBHMIBMiiiHW^fi^fiBSiMMMMMMMMi 


Dpte; 

Jun- 12-2008 


Title; 


<b){6), (b)(7)(c) 


Date: 

Jun- 12-200S 




USDA 



United States Department of Agriculture tmmum 

Animal and Plan I HeaNh Inspection SarVidB 2O07V& insp id 

inspection Report 


MERCER UNIVERSITY 

1400 COLEMAN AVENUE 


MACON. GA 31207 


Customer ID- 910 
CertiFicale: 57-R-0004 
She- 001 


(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale - Apr-00-2000 


Np ncn-compliant items identified on inspection today 


Reviewed: 

1.) P^DlOCOl A00601003 


Prepared By: 

AMY 0 BARTHOLOMEW. D V M USDA, APHIS. Animal Care Dgte: 

Title: VETERINARY MEDICAL OFFICER Inspector 1051 Apr-00-2000 

Received By: |^|||||H||||||||H||||||M||||||||||^M|^M|H|HH||||||||||||||||||||||||||j^l 


(b)(6), (b)(7)(c) 


Title: 


f'sgs I <jf 1 


Date: 

Apr-03-2000 






USDA 



United States Department of Agriculture UMta^uaut 

Animal and Plaril HeaMh Inspection SarVibB acn)7^S ir«p id 

inspection Report 


MERCER UNIVERSITY 

Customer ID - 010 


Certificate: 57-H-0W4 



1400 COLEMAN AVENUE 

Type' ROUTINE INSPECTION 

MACOM. GA 31207 

Dale" Jan- 10-2008 


Mo r^on-compliant items identified on inspection today 

Reviewed: 

1. ) Pfnlpgal A05 12020 

2. ) IACU-C minutes [28 Aug 07, St May 07, 29 Jan 07, 22 May 06} 

3. ) IACUC facility semi-annuel ngpeclinn and program review :30 Cd 07) 


Prepared By: 

AMY B BARTHOLOMEW. D V M USDA, APHIS. Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector <051 Jan-10-2008 

Received By: |^|||||H||||||||H||||||M||||||||||^M|^M|H|HH||||||||||||||||||||||||||j^l 


Title: 


(b)( 6 ), (b)( 7 )(c) 


Date: 

Jan-10-2008 






USDA 



United States Department pf Agriculture ri n nrnmn 

Animal and Plaril HeaMh Inspection SarYtoa aM 7 fl? insp id 

inspection Report 


MERCER UNIVERSITY 

1400 COLEMAN AVENUE 


MACON. GA 31207 


Customer ID- 910 
CertiFicale: 57-R-0004 
Sile: 004 


Kb)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale - Apr-03-2006 


Np ncn-compliant items identified on inspection today 


Na animals are housed al this site. 


Prepared By: 

AMY 0 BARTHOLOMEW. D V M USDA, APHIS. Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector 1051 Apr-03-2006 

Received By: |^|||||H||||||||H||||||M||||||||||^M|^M|H|HH||||||||||||||||||||||||||j^l 


(b)(6), (b)(7)(c) 


Title: 


Page I ^ 1 


Date: 

Apr-03-20 06 






USDA 



United States Department of Agriculture 
Animal and Plaril HeaMh Inspection SarVirta insp 

inspection Report 


ME RIAL LIMITED 


3299 SATELLITE BLVD BLDG 500 

DLJUJTH.. GA 30096 


Customer ID - 1719 


Certificate - 57-H-C116 
Site' 001 


(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Date' Aug-£6-2OG0 


This inspection was conducted by Dr Jami Niemann. VMQ ano staff 
NO NON -COMPLIANT (TEMS IDENTIFIED AT THIS INSPECTION 


Prepared By: 

J AM ILONA NIEMANN. D.VM. USDA, APHIS. Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector 4054 Aog-£S-^O0 

Received By: |^|||||U||||||||H||||||M||||||||||^M|^M|H|||N||||||||||||||||||||||||||j^i 


(b)(6), (b)(7)(c) 


Title: 


Page I ^ 1 


Date: 

Aug-25-2006 






USDA 


United States Department ef Agriculture 
Anil rial and Plant HeaNM Inapegtion ServiLEf 



ircspjd 


Inspection Report 


ME RIAL LIMITED 


Customer ID' 1719 
Certificate: 57-R-Q116 
She' 002 


3299 SATELLITE BLVD BLDG 500 



DULUTH. G A 30096 


Type: ROUTINE INSPECTION 
Dale' Msr-20-2003 


No non-compliant items ^denttfied on inspection today 


Reviewed: 

1. ) IACUC Minutes {06 Fab 08, 30 Now 0-7, 04 Qc( 07, 13 Sep 07. 23 Jgn 07) 

2. ) IACUC Facility Semi-Annual Inspections (24 Oct 07, IS May 07. 25 Apr 07) 

3. ) IACUC Program Reviews {i8 Sep 07. 19 Mar 07) 

4. ) PrclODals (07-25M- 03/08. 07-G7M-0&10B) 


Prepared By: 


AMY B BARTHOLOMEW. D V M USDA. APH IS. Animal Care 
Title: VETERINARY MECHCAL OFFICER Inspector 1051 


Date; 

Mar-20-2006 


Heceived By: 


Title; 


(b)(6), <b)(7)(c) 


Date; 

Mar-£0-2008 






USDA 


United States Department of Agriculture 
Animal arid Plan! Heallh Inspection Service 



i(W75e inepjd 


inspection Report 


MOREHOUSE SCHOOL OF MEDICINE 


Customer ID - .033 
Certificate' 57-R-C013 
Site: 001 



PRESIDENT 


ATLANTA, GA 30310 


Type ROUTINE INSPECTION 
Date: Feb-06-2008 


2.31 


fc) m 


REPEAT 


INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC). 

ic) tACUC Functions Wiih respect to activities involving animals, the IACUC, as an agent of tee research Facility, 
shall: 

1 3) Prepare reports oi its evaluations conducted as required by paragraph® fc)<i) and (£) d teis seetron, and submn 
Ihe reports to the I mrtitu hunal OFNcinl of Ine research fac lity...Thfi reports shall be reviewed and signed by a ma nnly 
or tee IACUC members and must include any minority views. The reports shall be updated at feast once every six 
mpnthg upon completion of tee required semiannual- evaluations end. ghgil tie rrisrntpined by tee research Facility and 
made ava table to APHIS and to ollietels ol landing Federal agencies lor Irrepdctton and uc-pyuy upon request. The 
reports must contain a description oF Ihe ngjure and extent at the research facility's adherence to Ih® subchapter 
must idEintily specifically any departures froi 1 1 Ihe provisions of tills 0, chapter L subc haute - A- -Animal Walters, and 
musl stale ihe reasons for each departure The reports musl distinguish sign -f cant deficiencies Iron mmor 
def ciEMicies. A significant deficiency is one whrh with reference 1o -Bubchapter A ami. in Ihe judgment or the IACUC 
and the Institutional Official, is or may be a ihrcal to the health or safely ol the animals. 1 1 program or Faculty 
decencies are noted, Ihe reports must coniain a reasonable and specific plan and schedule with deles Tor «f reding 
each deficiency. Any rarlure to adhere to the pan and schedule that results in a significant decency remain ny 
uncorrecled shall be reported m writing withn 1 5 business days by ihe tACUC. through the inslilutfanal Official, to 
APHIS and any Federal agency lundirg that activity' 

‘"Facility IACUC semi-annual inspection report dated 16-17 May 07 identifies deficiencies end differences 
significant and mmor deficiencies Connection dales lor deficiencies immediately corrected are prov ded: however, no 
dale is provided For defioences not corrected at lime of IACUC inspection The report ts. incomplete as it does noi 
provide correction deles for delieianeiea demilieu. Facility semi-annual inspection reports must provide correction 
dates for all ceficiences 

"’IACUC agenda dated 13 Dec 07 indicates review or autumn facility inspection reports and report to Insutuhonai 
Official The reports are not accessible end unable for review at ihe time of USDA inspection These reports must be 
maintained by tea research facility and made available to APHIS and lo officials ol lending Federal agencies lor 
inspection and copying upon request 


Prepared By: 


AMV B BARTHOLOMEW D V M US DA, APH IS. Animal Care 
Title; VETERINARY MEDICAL OFFICER Inspector 1051 


Dote: 

Feb-06-2008 


Received By: 


Title; 


(b)(6). (b)(7)(c) 


Date; 

Feb-06-2008 





USDA 



United States Department of Agriculture i*um*iai* 

Animal and Plaril HeaSIfi InspaCliDN SfirvicB anu 7 -ni> ir^p id 

Inspection Report 


Reviewed: 

1. ) IACUC laril ly serni-arn jri nspeclion ;16-1 7 May 07) 

2. ) WCltC raport lo inslilubonai official (22 Jun 07) 

3. ) IACUC roster 

4. ) I AC LlC meeting minutes (1 7 May 0? r 21 Jun 07. 20 Sap 07. 25 Oct 07. agenda 13 Dec 07) 
5 ) Currem Program of Veterinary Care 


Prepared By: 

AMV B BARTHOLOMEW. D V M US DA, APHIS. Animal Care 
Title: VFT6 BINARY MESCAL OFFICER Inspector 1051 

Received By: 


Date; 

Feb-06-2006 


Title: 


<b){ 6 ), (b)( 7 )(c) 


Date; 

Feb-06-2006 




USDA 


United States Department ef Agriculture 
Anil rial and Plant HeaNM Inapegtion ServiLEf 



2$4AT 


Inspection Report 


MOREHOUSE SCHOOL OF MEDICINE 


Customer ID- €93 
Certificate: 57-R-C013 
Site- ■nni 


PRESIDENT 




ATLANTA, GA3031C 


Type: ROUTINE INSPECTION 
Dale Feb-06-2003 


231 


(c) m 


INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC)- 

(£) lACUC FuriCttons. Wilh msped tc auhvities revolving animate, the IAGUC. as an aceril of Ihe research Facility, 
shall; 

(3> Prepare nepola pi Ha evaluations conducted as requirEd hy paragraphs (c)i T j and (2) a! |his seclran. and submil 
toe reports to the institutional Official ol l ho research fac.ilty. Provided, however, That too lACUC may determine the 
best means of conducting evaluations oF the research Family's prugrams anc lacilities; and Provided, Further. TTiat no 
Committee member wishing Ip participate in any evaluation concluded under Ihis subpar; may be excluded. The 
lACUC may use subcommittees composed d af leasl two Committee members and may invite ad hoc consultants to 
assist in. conducting the evalualicns. however lie IAGUC remains responsible lor The evaluations and reports as 
required by the Act and regulations. The repohs shah be reviewed and signed by a majority of ihe lACUC members 
ard mosi nchjce any minority views-. The reports sFielE be updated at teasl once every six months upon cgmplehnn pi 
toe required sarmannual evaluations and shall bo mamlaineo by the research facility and made available to APHIS 
and to officials of lending Federal agencies tor infection and copying upon request, 

"*1ACUC agenda dated 13 Dec 07 indicates review oF autumn facility inspection reports and report lo institutional 
Official. The reports are not accessible and unable For review el the tirne or USD A inspection These reports must be 
maintained by toe research facility and made available to APHIS anc to officials ol funding Federal agencies Tor 
inspection and copying upon request- Tg be corrected by dt Apr 0€. 

Reviewed: 

1. ) lACUC lacihly semi annual nspection {16-17 May 07) 

2. ) lACUC report to Institutional Officiaf !££ Jun 07) 

3. ) lACUC rosier 

4 ) lACUC meeting minutes (1 7 May 07, 21 Jun 07, 20 Sep 07. 25 Oct 07, agenda 13 Dec 07) 

5.) Currenl Program t>f Veterinary Cure 

This is an amended report of inspection report (LARIS codes 633, 200756, 7753) to remove a citation relating to 
deficiency Correction dales dial was proven tc be invalid upon review 


Prepared By: 


Q R EGOR V S GAJ , D V M US DA , APH IS. Animal Care 

Title: SUPERVISORY ANIMAL CARE Inspector 4007 


Date; 

Mgr- 17-2008 


Received By: 


Title: 


(b)(6), (b)(7)(c) 


Date; 

Mar- 17-2008 







USDA 


United Slates Department of Agriculture 
Animal and Planl Heatlh liispacEiori Sbivich 



^□37J1 ire^jjd 


Inspection Report 


MORTHSIDE HOSPITAL 


Customer ID- 631 
CertiFicale: 57-R-01CT 
Sile" 001 


1000 JOHNSON FERRY ROAD 




ATLANTA, GA 30343 


Type: ROUTINE INSPECTION 
Dale- Mflf-1 1-3008 


‘“Updated report' Tnis neper; replaces hg.nd-wrinen repon issued 13 Mar 08- Hand-written reports were issued due 
lo agancy computer upgrades. There are no changes in report conienf" 

No non compliant items dontriod on Inspection today. 

No animals present at time of inspection. 

Renewed: 

1.) Program dI Veterinary Cara 

2) Currenl iACUC rosier 

3-) LACUC semi-annual Facility inepediprls and program reviews 

4. ) IACUC mlnulestfagondas (10 Dec 07, 13 Jus 07) 

5. ) Workshop animal monitoring records 


Prepared By: 


AMY B BARTHOLOMEW. D V M US DA , APH IS. Animal Care 
Title: VETERINARY MEOICAIQPFIC ER Inspector 1051 


Date; 

Mar- 2 1-2006 


Heceived By: 


Title: 


(b)(6), (b)(7)(c) 


Date; 

Mgr-£ 1-3008 








USDA 


United States Department ef Agriculture 
Anil rial and Plant HeaNM Inapegtion ServiLEf 



inspjd 


Inspection Report 


QGEECHEE TECHNICAL COLLEGE 


Customer ID' 13033 
Certificate: 57-H-0H9 
Site- 001 



1 JOSEPH E KENNEDY BLVD 


STATESBORO- GA 30*58 


Type: ROUTINE INSPECTION 
Pate- Jul-17-2009 


2,31 


REPEAT 


INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC). 

(c) IACUC Functions. Wilh reject to activities involving animate, the IACUC, as an agent of the research FacHily. 
shall: 

(1 1 Review, al taasl once every six months, She research lability's program lor humane care and use of animals, 
using title 9. chapter I. subchapter A Animal Welfare. as a basis for eva uahon . 

(£) Inspect, at least ones every $:* months. all of he research facility's animal facilities, Including- animal sludy 
areas, using title 9, chapter I. subchapler A- Animal Welfare, as a basis For evaluation; Provided however, Thai 
arimal areas curtaining Frea-iiving wild animals in I heir natural nabiiat need nol be included in Such inspection. 

(3) Prepare reports oF ils evaluations conducted as required by paragraphs (g)(1 1 and (£) ol this section, and submit 
the reports to the institutional Gfhcial o( he research fac lity, Provided, 'however. That the IACUC may determine the 
besl means conducting evaluations qt the research fac lity‘3 p'ngremg anp tacililies and Provided, Further, Thai nn 
Committee member wishing to participate in any evaluation conducted under this subpar? may be excluded. The 
IACUC may use subcommittees composed of at leasl two Committee members and may invite ad hoc consultants lo 
assist in Conduct' rig the eval uations, however, I he IACUC remains responsible lor the evaluations and reports as 
required by the Act and regulations, The reports shall be reviewed and signed by a majonty of ihe IACUC members 
ard must ndube any minority views. The reports shall be updated at leasl once every six monlhs upon completion af 
the required semiannual evaluations and shall be mamlainee by ha research facility and made available tc APHIS 
ard to oHicflls oF lunding Federal agencies lor ir&pect'on and copying upon request. The reports must contain a 
description o' Ihe nalure and extern ol Ihe research tacit ly $ adherence Jo ihis subchapler, must identity specifically 
ary departures from he provisions of lille 9, chapter l, subchapter A- Animal Wellaro, and must stale tee reasons for 
qaqh departure. The repnrts must distinguish signilicanl rfefibienc-es From minor delwtiancies. A signilicanl deficiency 
is one which, wifo reference lo Subchapler A, and. in the judgment of tea IACUC and tee institutional Official, is or 
may be a ihreal to the health or safely ol the animals. I 1 Program or facility deficiencies are noted, the reports must 
oomain a reasonable and specific plan and schedule with dales for corracLmg each deficiency. Any failure to adhere 
lo tee plan and schedule ihat results in a signilicanl deficiency remaining uncomected shall be reported in writing 
within 15 business bays by She IACUC. Ihrough Ihs EnslilutionSt Official, lo APHIS and any Federal aganCy lunding 


Prepared By: 


LISA K MACELDERR Y, D V M US DA , APH IS. Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspector 1055 


Dpte; 

Aii-i7-sooe 


Heceived By: 


Title; 


(b)(6), (b)(7)(c) 


Dote: 

Jol-1 7-2008 






USDA 



United States Department of Agriculture 1UlJi[(Btt 

Animal and Plaril Heallh Inspection SarvicH iiH5 j 7 )rV p ld 

Inspection Report 


that activity," 

The Iasi two IACUC facility inspections and program reviews were held & months apart and 3- 1 3-OS), 

instead af being held at least ertoe Every 6 months, as required. Hie last report la the Inshlutional OHiaal did run 
have any signatures besides the chair's. The Iasi two reports did not have correction dales lor the items ciled, and 
gne item was cited on bath reports. There is no tallow up documentation of any of the items being corrected- Neither 
report slated l there ware or were nol any minority views to ine repuds . Facility inspections and program reviews 
need lo he conducted at least onoe every sin months and reports containing all the above information written and 
sari Ed the EnsiiluLidnat Official. 


2,31 l«> (2) 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC). 

Seclygn 2 3i(e)<2) states 'A proposal to conduct an activity involving animals or lo make a significant change in 
an organ ig activity involving animals, mu&l contain a rarer: ale Tar involving animals, and lor I he appropriateness cl 
the speoes and numbers of animats lo be used * 

The master protocol describes the spaces ahd approximate numbers ol animals lo be used, but does not give ihe 
mliqnale fqr the number oF animals. Tq be corrected by 9-3M6. 


2,35 la) (1) 

RECORDKEEPING REQUIREMENTS. 

Section 2.354 a jf 1 i slates The research Facility shall maintain tne following IACUC records: minutes of IACUC 
mootings, including records dI allendariCe, activities Ol lira Committee, and Cammittee deliberations." 

The as! wnllen IACUC mealing minutes are from a 12-13-06 meeling. Although meetings have been held, Ihere 
is no written record ol thorn To be corroded wtlh luture moeli ogs. 

3,6 (b) m REPEAT 

PRIMARY ENCLOSURES- 

Section 3.6(b)(4) states "Resting surlaces. Each pnmary enclosure hous ng cats must consam a resting surface or 
suMaqss that, in Ihe aggregate, are large enough lo hold all the nccupamls Ol Ihe primary enclosure al Itie same lirrra 
comfortably The rest ng surfaces must be elevaied, impervious to moisture, and be able to be easify cleaned and 
sanitized, or easily replaned whan soiled: or worn. Law resting surfaces Inal da not allow !he spare under I hem la be 
oamlortably occupied by the animal wiH be counted as pan of lha floor space ' 

Although plastic stools were obtainod for the cat cages, they are not - urge enough lor tha cats to awniorlabty Fie on 
ihem The stools measure i r X 8. 5" and are 7.5" high The one cat present loday is 17" long, so he can only sit on 


Prepared By; 

LISA K MACELDERRY, D V M USDA, APHIS. Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector 1055 Jul-17-2fl06 

Received By: 8^§5SBBS55p55M§5^Sji||iiiiM|||^^^^5MMiifj 


Title; 


<b){6), (b)(7)(c) 


Date: 

Jul-1 7-2006 




USDA 



United States Department of Agriculture tl 

Animal and Plaril HeaSIfi InspaCliDN SfirvicB iiH5 j 7 

Inspection Report 


foe stool Resting surfaces are to be large enough for foe cats to real on them comfdriably. 


Prepared By; 

LISA K MACELDERRY, D V M US PA, APHIS. Animal Care 
Title: VETERINARY MEDICAL OFFICER Inspector 1055 

Received By: 


Date: 

Jul-1 7-2006 


iif itfcFM-r 

irhspjd 


Titler 


(b){6), (b)(7)(c) 


Date: 

Jul-1 7-2006 




USDA 


United States Department of Agriculture 
Animal and Planl HeaHh Inspection Service 



20Q7S& mspjd 


Inspection Report 


RAY RUDD, 0VM MS 


Customer ID: 1709 
Certificate: 57-R-0117 
Sile - 001 



1 1 30 CROSSTOWN COURT 




Type’ ROUTINE INSPECTION 
Date- Apr-07-2008 


PEACHTREE CITY, GA 30269 


2.31 


(c) (1) 


REPEAT 


INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC). 

t'c'j IACUC Functions With respect to .activities involving animals, the IACUC. as an agent of the research facility, 
shall: 

Hi Review, at least once every six months, the research facility's program for numane care and use of animats, using 
tills 9, chapler 1. subchapter A- Animal WeSIgre, as a basis Ipr evaluation; 

•“Tne^e is no documentation that the IACUC has reviewed the facility’s program at least once every six months. The 
last IACUC mealing record is dated May 2007. Regardless ol current lacll Ly activity, the IACUC is required to meet 
at least once every six months for program review 

(2) Inspect, a! least once every six months, an of the research facility's animal facilities, including animal study 
areas, using Idle 9, chapter I, subchapter A-Animal Welfare, as a basis foe evaluation; Provided, however, Thai 
animal areas containing free living wild animals in their natural habitat need not be Included in such inspection 

** ‘There Is no documentation that the IACUC has conducted facility inspect ons at least once every six months, t he 
most recent IACUC record is dated May 2007. Regardless of current facility activity status, IACUC is required to 
mspecl the facility at least Once every six months. 


2.31 <c) (2) 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC)- 


Prepared By: 


AMY B BARTHOLOMEW, D V M USDA, APHIS, Animal Care 
Title: VETERINARY MEDICAL OFFICER Inspector 1051 


Date: 

Apr-07-2008 


Received By: 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Apr-07-2008 






USDA 


United States Department ef Agriculture 
Anil rial and Plant HtkiTi Inapegtion ServiLEf 



li&OElJ ircspjd 


Inspection Report 


SAINT JOSEPHS RESEARCH INSTITUTE 


Customer ID- 10793 
Certificate: 57-R-0H5 
She- 001 




Type: ROUTINE INSPECTION 
Pair Jun- 10-2008 


DUN WOODY. GA 3034? 


Mo non-compliant items identified on inspection today 


Reviewed: 

1 . ) I AC UC facility serni-ennuei ngpeefiong. 5 Mpy Ofl . 05 Dec 07} 

2. ) I AC DC minutes {07 Apr OS. D7 Jan OB, 05 Novf 07. 01 Out 07. 1 0 Sap D7, OS Aug 07. 02 Jul 07. D2 Apr 07) 

3. ) Currenj IAGUC roster 


Prepared By; 


AMY 0 BARTHOLOMEW, D V M USDA. APH IS, Animal Care 
Title: VETERINARY MEDICAL OFFICER Inspector 1051 


Date: 

Jun-10-2&03 


Received By: 



Title; 


Rgp 3 1 1 


Date: 

Jun- 10-20QS 







USDA 



United States Department of Agriculture m minn n 

Animal and Plaril HeaMh Inspection SarVibB £00304 >r«p id 

inspection Report 


T R S LABS INC 

Cusiomer ID - 034 


Certificate: 57-R-C015 



PO BOX 51 IS 

Type- ROUTINE INSPECTION 

ATHENS-. GA 3060*1 

Dale- May-27 -200 3 


Mo ron-compliant items identified on inspection today 


“‘FOCUSED INSPECTION OF ANIMALS COVERED BY BOTH RESEARCH REGISTRATION AND DEALER 
LICENSE"' 


Prepared By: 

AMY B BARTHOLOMEW, D V M USDA, APHIS. Animal Care 
Title: VETERINARY MEDICAL OFFICER Inspector 1051 

Received By: |Jjjjji|i|i|H 


Dete: 

May-27-aOOa 


Title: 


(b)(6), (b)(7)(c) 


Date; 

May-£8-S006 






USDA 


United Slates Department of Agriculture 
Animal and Planl Heatlfi liispacEiori Sbivich 



atrt767 irsfjjU 


Inspection Report 


UNIVERSITY OF GEORGIA 


Customer ID- 900 
Certificate: 57-R-C005 
Site- am 


VP FOR RSOH. BOYD GRAD RSCH CTR RM 



ATHENS. G A 3QGQ2 


Type: ROUTINE INSPECTION 
Date' Mar-1 3-2003 


‘“Updated report This report replaces hand-written repon issued 13 Mar 03- Hand-written reports were issued due 
lo agency computer upgrades. Tliara are no changes in rapcfl content"' 


No non compliant items dcntried on Inspection today 


Reviewed: 

1. ) IACLFG minutes (17 Jan 08. 2D Dec D7. 15 Nov D7. IS OcE D7. 20 Sep 07. 16 Aug 07, 19 Jul 07. 17 May 07, 19 
Apr 07) 

2. ) IACL1C facilTy semi-annual nspeclion reparts program reviews (11 Dec 07, 31 Oct 07, 01 Oct 07, 10 Sep 07, 14 
Aug 07. 12 JUl 07| 

3. ) Protocols (A2007- 10099, A2007- 1 0039, A2007- 1 0049) 

4. ) Curreni lACUC roster 


Prepared By: 


AMY B BARTHOLOMEW. D V M USDA. APH IS. Animal Care 
Title: VETERINARY MECHCAL OFFICER Inspector 1051 


Dote; 

Mar- 2 1-2006 


Received By: 


Title: 


(b)(6), (b)(7)(c) 


Dote; 

Mgr-2 1-2008 






USDA 


United States Department of Agriculture 
Animal and Planl HeaHh Inspection Service 



200 TT1 mspjd 


Inspection Report 


VALDOSTA STATE UNIVERSITY 


Customer ID: 33666 
Certificate: 57-R-0120 
Sile~ 001 


DEPT OF BIOLOGY 


(bj(2)High, (b)(7)f 


VALDOSTA GA 31698 


Type' ROUTINE INSPECTION 
Date- Mar-24-2008 


2.31 


ib) 


INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC). 

lb) IACUC Membership 

(1 ) The members ol each Committee shall be appointed by the Chef Executive Ollicer ol live research lacilrly; 

(2) The Committee shall be composed 

(3) Of Ihe members of the Committee: 

III I At least one shall not be affiliated In any way with the faollly other than as a member of the Committee, and shall 
not be a member of the immediate family of a person who is affiliated with the facility. The Secretary intends tost such 
person will provide representation tor general community interests in me proper care and treatment of animals; 

""A property constituted IACUC ts composed or a Chairperson and at least Iwa other members- -one of which musl 
be a veterinarian and one of which must be an individual unahi bated with the registered research facility. The 
purpose of Ihis unalfiliated member is to provide representation For general community interests. The facility does not 
meet Iho spin! or inlemt of this regulation as them has not been an unaffllratod member on the Institutional Animal 
Care and Use Facility for over l year. An unaffilialed member must be appointed to comprise a properly constituted 
Institutional Animal Care and Use Committee Correct by: 01 May OB. 


(0 fit 


2.31 


INSTITUTIONAL ANIMAL CARE AND use COMMITTEE (IACUC). 

fc) fACUC Functions With respect to activities involving animals, the IACUC, as an agent of the research facility, 
shall: 

(1) Review, at least once every six months, the research facility's program for humane care and use of animats, using 
tilfe 9, chapter I, s.jfachap:er A- Animal Welfare, as a basis for evaluation 

""Facility has not documented IACUC facility semi-annual inspections and program reviews since 23 Apr 07, The 
Institutional Animat Care and Use Committee must conduct and document inspections ol animal areas and review I he 
mstilufonal pregram lor animal care no less than once every six months Correct by 01 May 08 


Prepared By: 


AMY B BARTHOLOMEW, D V M USDA, APHIS, Animat Care 
Title: VETERINARY MEDICAL OFFICER Inspector 1051 


Date: 

Mar-24-2008 


Received By: 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Mar-24-2008 





USDA 



United States Department of Agriculture 

Animal and Plant Health Inspection Service iwm ir^jn 

Inspection Report 


2.31 te) (3) 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC). 

1 3) Prepare reports of its evaluations conducted as required by paragraphs (c|(1) and <21 of this section, and submit 
thB reports to the Institutional Official of the research faculty; ...The reports shall be reviewed and signed by a 
majority of the IACUC members and must include any minority views. The reports shall be updaled at least once 
every six months upon complelion of the required semiannual evaluations and shall be maintained by the research 
facility and made available to APHIS and to officials of funding Federal agencies lor inspection and copying upon 
request. The reports must contain a description of the nature and extent of the research facility's adherence to this 
subchapter, must Identify spectrally any departures from the provisions ol title 0, chapter I. subehapfer A- -Animal 
Welfare* and must slate the reasons for each departure. The reports must distinguish significant deficiencies from 
minor delic encies. A significant deficiency is one which, with reference Id Subchapter A. and. in the judgment of the 
IACUC and the Institutional Official, is or may be a threat to the health or safety of the animals II program or facility 
deFciencies are noted, the reports must conlair- a reasonable and specific plan and schedule with dates lor correcting 
each deficiency, Any failure to adhere to the plan and schedule that results in a significant deficiency remaining 
uncorrecled shall be reported in writing within 15 business days by the IACUC. Ihrough the Institutional Official, lo 
APHIS and any Federal agency funding that activity; 

’“The facility IACUC semi-annual inspection report identifies deficiencies and properly categorizes them as 
significant or minor; however, the repori lacks a specific plan for correction and correction dates The current plan (or 
correction staling: "needs to be checked" and ’need lo initiate action’ is unacceptable as it does not provide any 
specific detail. Additionally, the report lacks required signatures from the majority of the IACUC. Specific plans for 
oorreciion of deficiencies and correction dates must be assigned by the IACUC and ;he report must be signed by a 
majority of committee members. Correct by: Ot May OB. 

3.26 W> 

FACILITIES, INDOOR. 

(d) Interior surfaces The intenor building surfaces ol indoor housing facilities shall be constructed and maintained so 
that they are substantially impervious la moisture and may be readily San I zed. 

“‘There is an area of peeling/flaking painl on the wall of I he hamster room. This area ie approximately B inches in 
diameter on the nghl sdo wall (as viewed from the entryway to me room). The edges ol the peeling paint can be 
easily pulled toose from the wall manually. There is exposed porous concrete block in the damaged area of wall that 
<s not impervious to moisture. The interior surfaces ol Indoor housing lacililies (or hamsters must be maintained in a 
manner that allows proper cleaning and sanitization Correct by 01 May 06 


Prepared By; 

AMY B BARTHOLOMEW, D V M USDA, APHIS, Animat Care 
Title: VETERINARY MEDICAL OFFICER Inspector 1051 

Received By: fjll|||l||jiiS 


Date: 

Mar-24-2008 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Mar-24-2000 




